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Eddie Bodart’s Bar and Grill 

In 1963, the building at 1149 Main St. was Eddie Bodart’s Bar and Grill. It was more recently home to Jake’s 
Pizza. A Texas-based development company recently announced plans to demolish the building and the 
former Centerfolds next door to make way for a new commercial building. 
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A developer plans to replace these buildings in the 1100 block of Main Street 
with a new commercial building, usa today network-wisconsin 


Bodart’s Bar & Grill and Beno Radio & Appliances occupied these buildings in the 
1100 block of Main Street in 1963. courtesy of neville public museum of brown county 





































